1. Technical support for electronic laboratory and health record reporting 


$150,000 


Name of Contractor : Strategic Solutions Group, SSG. 

Method of Selection : This contract was competitively procured in accordance with 
Massachusetts Law, 801 CMR21. 

Period of Performance : 9/30/2010- 113 1/2011(10 months) 

Scope of work : The contractor will provide technical support and subject matter expertise for all 
BID projects related to health information exchange, including ELR, electronic medical record 
reporting, and HL7 support, and oversee all technical aspects of messaging between the 
electronic data reporting infrastructure and MAVEN. The contractor will guide PHIN-MS 
implementation efforts to send data from the BID to CDC. The contractor will also develop 
quality assurance reports to ensure the timely and accuracy of health information sent to BID. 
Method of Accountability : The contractor will report to the Director for Information Technology, 
Bureau of Infectious Disease. 

Budget : $150,000 
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